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S ha unusual number of breakdowns of electrical generating machinery in 
tssoho^lovakia daring the past several months has caused. Cssech authorities 
■® suspect » r ; r? of sabotage o Reportedly „ Investigation has failed 

■;o substantiate :.-hi.s theory* the following three incidents are typical, 

■f the recent eqripr&mt failures at power generating plants: 

u On 13 A aril IS;??, an accident at the Holesovi ee~Bubny electrical 
generating sts-tion in Prague VII resulted in .severe ..damage to an 
o*Q00 it Liowavt -steaui turbine and to the station premises* The 
turbine had been repaired and was being tested prior to being 
^etu;r:a.vj ^ \o service, /luring the test s the turbine developed an 
excessive rate of speed which caused the bearings to burn out,-. 

In addition* ! ive cable terminals ware burned out and the ever* 
speed o -juration of the generator caused it to rip loose from its 
frame = 

b.. About tm end of March 1953? a similar accident occurred at the 
firveruc-* generating plant*. The regulator unit on a 32. ,000 kilo** 
»att staaiu turbine failed during a test and the turbine developed 
>m excessive rate of speed, as a results the turbine and the ex- 
citer d-nvmo exploded The plant was damaged but there were no 
casualties among plant personnel a 

c On 22 May 1953* the 20*000 kilowatt turbogenerator burned out at 
the Rymolec electric power plant near Kladno* as a insult. 9 seven 
large motors in the Prague area also burned out because of the drop 
in voltage output from 22*000 to below 18,000 volts at the Kynholec 
plant,. Tour X-ray machines at the Karlov hospital in Prague also 
failed to function.. 
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